DURING recent years the expenses of Tuskegee Insti-
tute have run to between $250,000 and $300,000 a year.
Of this sum Booker Washington had to raise over $100,000
annually aside from the large sums constantly demanded
for new equipment such as the great central heating and
power plant which was installed in 1915 at a cost of more
than $245,000.

At the ceremonies commemorating the twenty-fifth
anniversary of the founding of Tuskegee Institute Presi-
dent Charles W. Eliot of Harvard was one of the speakers.
He said that one of his "first impressions of Tuskegee
Institute," after just a glimpse, was "that the oldest and
now largest American Institution of learning was more
than 200 years arriving at the possession of much less
land, fewer buildings, and a smaller quick capital than
Tuskegee had come to possess in twenty-five years.
"That's just a fact," he said, "Harvard University was
not as rich after living two hundred years among the
people of Massachusetts as Tuskegee is to-day, after
having lived twenty-five years among the people of Ala-
bama. And that's the first impression that I have re-
ceived here.
248